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THE  GOLDEN  DOME 

A  symbol  of  Notre  Dame  the  world  over,  the  Golden 
Dome,  206  feet  above  ground  level  and  125  feet 
above  the  roof  of  the  Administration  Building.  The  : 
Dome,  gilded  in  gold  leaf,  is  139  feet  in  circumfer- 
ence  at  its  base  and  is  surmounted  by  a  statue  of  5 
the    Blessed   Virgin   nineteen   feet   high.    Lighted  ="• 
brightly  every  night,  the  Dome  is  a  landmark  of 
northern  Indiana  for  autoists  and  aircraft  alike.  | 
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